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U. S. GOVERNMENT PRINTING OFFICE: 1958 O - 4 7fi731 




2k September 1959 






MEMORANDUM FOR: All EE Branch Chiefs 

SUBJECT: Review of Status of Caches 



1. C8I Bo. 50-5, paragraph 12, states: 

"Every six months a status report will be pre- 
pared by the Operating Division Caching Officer for 
submission to the appropriate Senior Staff (FI, PP) 
with a copy to the Finance Division Caching Officer. 
This report will cover by country and oryptonym: 

a. Rev caches 

b. Recovery of old caches 

c. Loss of caches sad action taken 

d. Reports of inspections made of caching 
sites to verify their continued security 

The first report will list all existing caches. In 
the event that no action has occurred, a negative 
report will be submitted . " 

2. Mill you please forward to the undersigned by 
1 October the above information for your branch for the 
period 1 January to 30 June 1959? Please indicate in each 
case whether the project is FI or PP. 




EB/Flans Staff 



